82       DOCKETED ITEMS

9106100453 Revised Special Rept 90-11,Rev 3:on 900531 .during performance of exten-
sive reviews conducted during corrective actions for previously identified fire protec-
tion plan noncompliance.three noncompliances noted.

WALLACE.E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch
(Document Control Desk). 5pp. 58093:348-58093:352.

9106200138 Special rept 91-Q6:on 910531,noncompliances noted re License Condition
2,C.13.a     on     fire     protection     plan.Caused     by     incorrect     installation     of
mod.Nonconformances in configuration of walls will be corrected by 910701.
WALLACE,EG. Tennessee Valley Authority. 91/06/14. Document Control Branch
(Document Control Desk). 5pp. 58201:356-58201:360.

9106270388 Special Rept 91-05:on 910528,decided that Fire Barrier Doors C52 & C63
needed to be breached for period greater than seven days to facilitate removal of
acoustical plaster, asbestos ceiling.Continuous fire watch established.
WALLACE.E.G. Tennessee Valley Authority. 91/06/26. Document Control Branch
(Document Control Desk). 3pp. 58245:351-58245:353.

V. Operator Examinations

9106110038 Confirms 910522 staff meeting to be held in Atianta.GA to discuss operator
training & requalification testing.

WILSON.B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57996:232-57996:234.

DOCKET 50-329 MIDLAND PLANT, UNIT 1

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

DOCKET 50-330 MIDLAND PLANT, UNIT 2

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

DOCKET 50-331 DUANE ARNOLD ENERGY CENTER

F. Security, medical, emergency & fire protection plans

9106100196 Rev 12 to EPIP 2.2, "Activation & Operation of Technical Support Ctr." W/
910531 Itr.
SERRA,P.L. Jowa Electric Light & Power Co. 91/05/31. 76pp. 58122:273-58122:358.

9106180028 Forwards SALP rept 50-331/91-01 on 900101-910331.Areas of
operations.radiologicat controls & security rated as Category 2, Emergency prepared-
ness program considered excellent.

DAVIS.A.B. Region 3 (Post 820201). 91/06/11. LIU.L Iowa Electric Light & Power Co.
5pp. 58120:066-58120:093.

-9106180033    SALP    rept    50-331/91-01     for     900101     -    910331.Areas     of
operations.radiological controls & security rated as Category 2.Emergency prepared-
ness excellent
* Region 3 (Post 820201). 91 /03/31. 23pp. 58120:071 -58120:093.

9106190260 Forwards response to NRC request for add! info re 910222 application for
amend to License DPR-49 covering fire pump requrrements.Schematic of sprinkler sys
4 mod also encl.

MINECK.D.L Iowa Electric Light & Power Co. 91/06/14. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 3pp. 58186:129-58186:131.

9106280021 Rev 3 to Corporate Plan Implementing Procedure CPiP-2.4, "QA Assur-
ance & QC Activities." W/910618 Itr.
SERRA.P.L Illinois Power Co. 91/06/18. 7pp. 58270:120-58270:126.

P. Operating license stage documents & correspondence

9106040271 Requests temporary waiver of compliance from MSIVs weekly surveillance
requirements until approval of 901214 Tech Spec change request.
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 91 /05/23. PARTLOW.J.G. Office
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 57914:024-57914:040.

9106060056 Confirms oral approval granted 910524 for temporary waiver of compliance
from TS requirement to exercise MSIV each wk per TS 4.7.D.1.C,by means of 910523
request.

ZWOLINSKI.J.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/24. LIU.L
Iowa Electric Light & Power Co. 3pp. 57931:189-57931:191.

9106070177 Forwards notice of consideration of issuance of amend to license DPR-49
& proposed NSHC & opportunity for hearing re rev to tech spec relating to MSIV sur-
veillance testing.

SANDS.S.P. Project Directorate III-3. 91/05/31. LIU.L Iowa Electric Light & Power Co
3pp. 57993:054-57993:066.

-9106070193 Notice of consideration of issuance of amend to license DPR-49 & pro-
posed NSHC determination & opportunity for hearing.Amend revises tech spec re-
quirements for surveillance testing of MSIVs.
HALL.J.R. Project Directorate HI-3. 91/05/31. 10pp. 57993:057-57993:066.

9106110284 Notification of 910610 meeting w/util to discuss proposed business & prior-
itization plan for facility in conjunction w/discussion of recent operating experience &
vendor manual program.

SANDS.S.P. Project Directorate III-3. 91/06/06. MURLEY.T., MIRAGLIA.F.,
RUSSELL,W. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp
58098:290-58098:292.

9106190260 Forwards response to NRC request for addl info re 910222 application for
amend to License DPR-49 covering fire pump requirements.Schematic of sprinkler sys
4 mod also encl.

MINECK.D.L Iowa Electric Light & Power Co. 91/06/14. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 3pp. 58186:129-58186:131.

9106190328 Advises that util 890721 response to Generic Ltr 89-08, "Erosion/Corro-
sion - Induced Pipe Wall Thinning" acceptable.

SHIRAKI.C.Y. Project Directorate III-3. 91/06/14. LIU,L. Iowa Electric Light & Power
Co. 3pp. 58152:056-58152:058.

9106240292 Summary of 910610 meeting w/util in Rockville.MD re discussion/presen-
tation of proposed business/prioritization plans,vendor manual program & maint pro-
gram.

SHIRAKI.C.Y. Project Directorate III-3. 91/06/14. Project Directorate III-3. 70pp.
58205:228-58205:297.

9106210220 Advises that 890221 & 901108 responses to Generic Ltr 88-14, "Instru-
ment Air Supply Sys Problems Affecting Safety Related Equipment"
acceptable.contingent on completion of addition of smaller components to preventive
maint program.

SHIRAKI.C.Y. Project Directorate III-3. 91/06/18. LIU.L. Iowa Electric Light & Power
Co. 3pp. 58208:007-58208:009.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106190169 Forwards insp rept 50-331/91-09 on 910401-0524.NO violations noted.
KNOP.R.C. Region 3 (Post 820201). 91/06/07. LIU.L Iowa Electric Light & Power Co.
2pp. 58143:245-58143:262.

-9106190184 Insp rept 50-331/91-09 on 910401-0524.No violations noted. Major areas
inspected:LERs followup.operational safety, maint.surveillance & regional requests.
HAGUE.R.L Region 3 (Post 820201). 91/06/07. 16pp. 58143:247-58143:262.

9106190177 Ack receipt of 910515 Itr in response to NRC 910415 Itr re notice of viola-
tion from insp rept 50-331/91-02.

MILLER.HJ. Region 3 (Post 820201). 91/06/07. LIU.L. Iowa Electric Light & Power
Co. 2pp. 58143:263-58143:275.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106180028 Forwards SALP rept 50-331/91-01 on 900101-910331,Areas of
operations.radiological controls & security rated as Category 2.Ernergency prepared-
ness program considered excellent.

DAVIS.A.B. Region 3 (Post 820201). 91/06/11. LIU.L Iowa Electric Light & Power Co,
5pp. 58120:066-58120:093.

--9106180033    SALP     rept     50-331/91-01     for     900101     -     910331. Areas    of
operations,radiological controls & security rated as Category 2.Emergency prepared-
ness excellent.
* Region 3 (Post 820201). 91 /03/31. 23pp. 58120:071 -58120:093.

cations.
